BELL SYSTEM PRACTICES 
Plant Series 


SECTION 574-000-000 
Issue 18, July, 1965 
AT&TCo Standard 


2 


NUMERICAL INDEX — DIVISION 574 
TELETYPEWRITER 30 SERIES 


1. GENERAL 
1.01. This section provides an index of System-issued sections in 
Division 574. 


1.02 A bullet (@) indicates an item that has been added or changed 
since the previous issue of the index. 


1.03 A square (O) indicates a canceled item. Information relating to 

the cancellation, if necessary, will be shown in a footnote at the 
bottom of the page. Canceled items and related footnotes will be 
deleted upon reissue of the index. 


1.04 “Add.” is the abbreviation for Addendum and ‘‘App’’ is the 
abbreviation for Appendix. 
2. LAYERS 
2.01 This division is arranged in layers as follows: 
574-0 General Information, General Instructions and Indexes 
-1 Type 32 and 33 Equipment 
-2 Type 35 Equipment 


3. INDEX 


Section 
Number Issue Subject 


574-0 INDEXES 

@ 574-000-000 18 Numerical tndex—Division 574—Teletypewriter 
30 Series 

574-1 TYPE 32 AND 33 EQUIPMENT 


574-100-101 3 33 Teletypewriter-Set—Description 
Add.574-100-201 1 
574-100-201 3 32 and 33 Teletypewriter-Set—Installation 
2 


574-100-401 33 Teletypewriter-Set — Detached-Contact Sche- 
matic Drawings 


574-100-800 1 32 and 33 Type Modification Kits 

574-121-100 1 32 and 33 Keyboard—Principles of Operation 

574-121-700 1 32 and 33 Keyboard—Adjustments 

574-121-701 1 32 and 33 Keyboard—Lubrication 

574-121-702 1 32 and 33 Keyboard —Disassembly and Re- 

assembly 

574-121-800 1 32 and 33 Type Keyboards—Parts 

Add.574-122-100 1 La 


574-122-100 1 32 and 33 Cover—Adustments, Lubrication, ‘and 
Disassembly and Reassembly 


Add.574-122-700 1 
574-122-700 2 32 and 33 Typing Unit—Adjustments 
574-122-701 1 32 and 33 Typing Unit—Lubrication 
574-122-702 1 32 and 33 Typing Unit — Disassembly and Re- 
assembly 
574-122-800 2 32 and 33 Type Typing Unit—Parts 
574-123-100 1 33 Call Control Unit—Principles of Operation 
574-123-800 1 32 and 33 Type Call Control Units—Parts 
574-124-100 1 32 and 33 Tape Reader—Principles of Operation 
Add.574-124-700 1 F 
574-124-700 1 32 and 33 Tape Reader—Adjustments 
574-124-701 1 32 and 33 Tape Reader—Lubrication 
Add.574-124-702 1 
574-124-702 1 32 and 33 Typing Unit — Disassembly and Re- 


assembly 
574-124-800 1 32 and 33 Type Reader—Parts 
574-125-100 1 32 and 33 Tape Punch—Principles of Operation 
574-125-700 1 32 and 33 Tape Punch—Adjustments 
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Section ; 
Number Issue Subject 


574-125-701 32 and 33 Tape Punch—Lubrication 
Add.574-125-702 1 
574-125-702 32 and 33 Keyboard— Disassembly and Re- 
assembly 
& 574-125-800 1 32 and 33 Type Tape Punch—Parts 
574-126-700 1 32 and 33 Cover—Adjustments, Lubrication, and 
Disassembly and Reassembly 


. 574-126-800 1 32 and 33 Type Cabinet and Cover—Parts 


574-2 TYPE 35 EQUIPMENT 


574-200-100 3 35 Receive Only Teletypewriter Set — General 
Description and Operation 

574-200-200 1 35 Receive Only Page Printer Set—Installation 

574-200-300 1 35 Receive Only Teletypewriter Set — Service 
Maintenance (Trouble Shooting) 

574-200-400 2 35 Receive Only Teletypewriter Set—Functional 
Diagrams and Connecting Information 

574-201-100 3 35 Keyboard Send-Receive Teleteypewriter Set— 
General Description and Operation 

574-201-200 1 35 Send-Receive Page Printer Set—tnstallation 

574-201-300 1 35 Keyboard Send-Receive Teletypewriter Set— 
Service Maintenance (Trouble Shooting) 

574-201-400 2 35 Keyboard Send-Receive Teletypewriter Set— 
Funentonl Diagrams and Connecting Informa- 
ion 

574-202-100 2 35 Automatic Send-Receive Teletypewriter Set— 
General Description and Operation 

574-202-200 1 35 Automatic Send-Receive Set—Installation 

574-202-300 1 35 Automatic Send-Receive Teletypewriter Set— 
Service Maintenance (Trouble Shooting) 

574-202-400 2 35 Automatic Send-Receive Teletypewriter Set— 

{ Fumetana) Diagrams and Connecting I!nforma- 

574-203-100 2 35 Receive Only Typing Reperforator Set — 
General Description and Operation 

574-203-200 1 35 Receive Only Typing Reperforator Set (ROTR) 
—Installation 

574-204-100 2 35 Keyboard Tape Printer Teletypewriter Set— 
General Description and Operation 

574-204-200 1 35 Tape Printer Set—Installation 

574-204-300 1 35 Keyboard Tape Printer Teletypewriter Set— 
Service Maintenance (Trouble Shooting) 

574-204-400 2 35 Keyboard Tape Printer Teletypewriter Set— 
Functional Diagrams 


574-205-100 1 35 Transmitter-Distributor Sets—Description 


574-220-100 35 Typing Unit—General Description and Princi- 
ples of Operation 

574-220-400 1 35 Typing Unit—Actual Wiring Diagrams 

574-220-700 5 35 Typing Unit—Adjustments 

574-220-701 3 35 Typing Unit—Lubrication 

574-220-702 1 35 Typing Unit—Disassembly and Reassembly 

574-220-803 1 TP152573 Retainer 

574-220-804 1 TP194870 Spur Gear 

574-220-805 1 TP152429 Sector Rack, TP170230 Knob and 


TP155096 Plate 


y 
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SECTION 574-000-000 


Section 
Number 


Issue 


Subject 


574-221-100 2 35 Keyboard and Base for Keyboard Send-Receive 


574-221-400 
574-221-700 
~ 574-221-701 
574-221-702 
574-221-800 
574-222-100 
574-222-400 


574-222-700 
574-222-701 
574-222-702 
574-222-800 
574-223-100 
574-223-101 
574-223-400 
574-223-700 
574-223-702 
574-224-100 


574-224-700 
574-224-701 
574-224-702 


574-225-100 
574-225-400 


574-225-700 
574-225-701 
574-225-702 


574-226-100 
574-226-400 
574-226-802 
574-227-100 


574-227-400 
574-228-100 


574-228-700 
574-228-701 
574-229-100 
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and Receive Only Sets —’General Description 
and Principles of Operation 

35 Keyboard and Base for Send-Receive and Re- 
ceive Only Sets—Actual Wiring Diagrams 

35 Keyboard and Base for Keyboard Send-Receive 
and Receive Only Sets—Adjustments 

35. Keyboard and Base for Keyboard Send-Receive 
and Receive Only Sets—Lubrication 

35 Keyboard for Keyboard Send-Receive Set — 
Disassembly and Reassembly 

35 Send-Receive Keyboard (LK) and Receive-Only 
Base (LB)-—Parts 

35 Keyboard for Automatic Send-Receive Sets— 
General Description and Principles of Operation 

35 Keyboard for Automatic Send-Receive Sets— 
Including the 35 Non-Typing Reperforator — 
Actual Wiring Diagram 

35 Keyboard for Automatic Send-Receive Sets— 
Adjustments 

35 Keyboard for Automatic Send-Receive Sets— 
Lubrication 

35 Keyboard for Automatic Send-Receive Sets— 
Disasssembly and Reassembly 

35 Automatic Send-Receive Keyboard (LAK)— 
Parts 

35 Tape Reader Bases (for ASR Sets)—Description 
and Principles of Operation 

Bases for 35 Transmitter-Distributor Sets—De- 
scription and Principles of Operation 

35 Transmitter. Distributor Base Assembly — 
Actual Wiring Diagram 

35 Tape Reader Bases (for ASR Sets)—Adjust- 
ments and Lubrication 

Bases for 35 Transmitter-Distributor Sets—Ad- 
justments and Lubrication 

35 Non-Typing Reperforator—General Description 
and Principles of Operation 

35 Non-Typing Reperforator—Adjustments 

35 Non-Typing Reperforator—Lubrication 

35 Non-Typing Reperforator — Disassembly and 
Reassembly 

35 Transmitter Distributor—General Description 

. and Principles of Operation 

35 Transmitter Distributor — Actual Wiring Dia- 
gram 

35 Transmitter Distributor—Adjustments 

35 Transmitter Distributor—Lubrication 

35 Transmitter Distributor — Disassembly and 
Reassembly 

35 Electrical Service Unit—General Description 
and Principles of Operation 

35 Electrical Service Unit — Actual 
Diagrams 

35 Electrical Service Unit (LESU) (Typing Reper- 
forator)—Parts 

35 Call Control Unit—General Description and 
Principles of Operation 

35 Call Control Unit—Actual Wiring Diagrams 

35 Cabinet for Automatic Send-Receive Sets— 
General Description and Operation 

35 Cabinet for Automatic Send-Receive Teletype- 
writer Set—Adjustments 

35 Cabinet for Automatic Send-Receive Teletype- 
writer Sets—Lubrication 

35 Cabinets for Keyboard Send-Receive and 
Receive Only Sets — General Description and 
Operation 


Wiring 


Section 
Number 


574-229-700 
574-229-701 


574-230-100 


574-230-700 
574-230-701 
574-230-800 
574-231-100 


574-231-401 
574-231-700 
574-231-701 
574-231-702 
574-231-802 
574-232-100 


574-232-101 


574-232-401 


574-232-700 
574-232-701 
574-232-702 


574-232-703 
574-232-704 
574-232-800 


@ 574-233-100 


574-233-400 
574-233-700 
574-233-701 
574-233-702 


574-233-800 
574-234-100 
574-234-400 
574-234-700 
574-234-701 


574-234-800 
574-235-100 


574-235-400 


574-235-700 
574-235-701 
574-235-800 
574-237-100 


574-237-700 
574-237-701 


Issue 
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2 


RPeNOwWL 


Subject 


35 Cabinets for Keyboard Send-Receive and 
Receive Only Sets—Adjustments 

35 Cabinets for Keyboard Send-Receive and 
Receive Only Sets—Lubrication 

35 Receiving Only Typing Reperforator Cover— 
35 Keyboard Tape Printer Cover — General 
Description and Principles of Operation 

35 Receiving Only Typing Reperforator Cover and 
35 Keyboard Tape Printer Cover—Adjustments 

35 Receiving Only Reperforator Cover and 35 
Keyboard Tape Printer Cover—Lubrication 

35 Typing Reperforator Cover (LRG) and 35 Tape 
Printer Cover (LSRC)—Parts 

35 Tape Printer-—General Description and Prin- 
ciples of Operation 

35 Tape Printer—Actual Wiring Diagram 

35 Tape Printer—Adjustments 

35 Tape Printer—Lubrication 

35 Tape Printer—Disassembly’ and Roane 

35 Tape Printer (LTP)—Parts 

35 Tape Printer Keyboard and 35 Receiving Only 
Typing Reperforator Base—General Description 
and Principles of Operation 

35 Reperforator Bases—Description and Princi- 
ples of Operation . 

35 Tape Printer Keyboard and 35 Receiving Only 
Typing Reperforator Base — Actual Wiring Di- 
agrams 

35 Tape Printer Keyboard and 35 Receiving Only 
Typing Reperforator Base—Adjustments 

35 Tape Printer Keyboard and 35 Receiving Only 
Typing Reperforator Base—Lubrication ~~ 

35 Tape Printer Keyboard-Disassembly and Re- 
assembly 

35 Reperforator Bases—Adjustments 

35 Reperforator Bases—Lubrication 

35 Typing Reperforator Base (LRB) and 35 Tape 
Printer Keyboard. (LTPK)—Parts 

35 Typing Reperforator—General Description and 
Principles of Operation 

35 Typing Reperforator—Actual Wiring Diagrams 

35 Typing Reperforator—Adjustments 

35 Typing Reperforator—Lubrication 

35 Typing Reperforator — Disassembly and Re- 
assembly 

35 Typing Reperforator (LPR) and 35 Tape Printer 
(LTP)—Parts 

35 Receiving Only Reperforator Table — General 
Description and Principles of Operation 

35 Receiving Only Reperforator Table — Actual 
Wiring Diagrams 

35 Receiving Only Reperforator Table—Adjust- 
ments 

35 Receiving Only Reperforator Table—Lubrica- 
tion 

35 Reperforator Table (LT)—Parts 

35 Answer-Back Assembly — General Description 
and Principles of Operation 

35 Answer-Back Assembly — Actual Wiring Di- 
agrams 

35 Answer-Back Assembly—Adjustments 

35 Answer-Back—Lubrication 

Self-Contained Answer Back Unit (LABD)—Parts 

35 Multiple Wire Distributor—Description and 
Principles of Operation 

35 Multiple Wire Distributor—Adjustments 

35 Multiple Wire Distributor—Lubrication 


